Insulation 




Oaktree Development LLC 
84 Sherman St, Cambridge, MA 02138 
p: 617.491.9100 f: 617.491.6004 


THORNDIKE PLACE 
Arlington, MA 


BUILDING SECTION 

Drawn 3/11/2020 








































































































































































































































































































































































































































































